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NARA RG104, Entry 1, Box 135 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 

September 7, 1885 

To the Superintendent — 


The rate of Coinage for the month (current) is as follows: 


Total Deliveries to date inclusive - $418,000 


Daily Average $69,000 + 
Balance of quota 1,382,000 
Necessary Average } 

For Twenty Days } $69,000 + 
Respectfully, 

M.H. Cobb 


Cash. 


